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7 October 1957 


Dear Dan: 


Enclosed is a proposal covering the modification of the time display 
in the Event Marker Equipment Rack (F-rack). A proposal on this 
modification was requested by Jim S. during a recent visit with us. The 
modification is briefly described in the accompanying technical exhibit. 


25X1A The total estimated cost for engineering and installing the modifi- 
cation in all F racks is fixed fee on this amount computed 
25X1A - at otal estimated cost including fee for the work 


25X1A would be Please advise us as promptly as possible if you 
want us to proceed with this work, 


Sincerely, 


Abo 


Dean 


Enclosures: 
Copies 1-3 of the 
following CMCC Doc, Nos. 
1131X5, 119 
1134X5, 54 
1132X%5, 160 
1133X5, 46 


cc: HA. W. - AGO 
Copy 4 of the above 
listed CMCG Doc. Nos. 
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